Step 1: Navigate to the URL to master Jenkins 


[Jenkins] 


{) vchniladpsci-04.ad.infosys.com:8 


log in | sign up 
Jenkins 


& People ; 
DS Build History Welcome to Jenkins! 


\. Project Relationship Log in to create new jobs. Ifyou don’t already have an account, you can Sign-up now. 


#5) Check File Fingerprint 


§@ Selenium Grid 


Build Queue (1) = 


Unknown Task 


Build Executor Status = 


= master 


1 Idle 
2 Idle 


S,CADevtest (offline) 
S,PT_Slave (offline) 
, TOSCA Functional Slave2 —_ (offline) 


, TOSCA_Slave_Jenkins (offline) 
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Step 2: Login with administrator rights 


TCN Pipeline [Jenkins] 


€ C5 vchniladpsci-04.ad.infosys.com:8 


admin | log out 
Jenkins TCN Pipeline 


a Pipeline # 2 for TOSCA, CA LISA and NeoLoad 
& New Item edit description 


& People TCN Pipeline + 
D Build History s w Name | Last Success Last Failure Last Duration 


Edit View Functional Test T 


7) . 
© Delete View *) a Functional Test TOSCA 


NA NA NA 


NA 23 hr-#3 0.48 sec 


Project Relationsh 
~ Fr) ne a PT LoadTest NA 4hr6 min-#5 0.36 sec is) 


4= Check File Fingerprint 
) - PT LoadTest2 NA NA NA ® 
Selenium Grid 


. SOA - CA DevTest 6 days 0 hr-#4 5 days 7 hr-#2 12sec 3) 
Manage Jenkins 


zi e 
A Credentials C M 
& 


Legend (3 RSS for all 6) BSS for failures 65) BSS for just latest builds 


My Views 


Build Queue (1) = 


Functional Test TO 


Build Executor Status e 


= master 


S.CADevtest (offline) 
S,PT_Slave (offline) 


, TOSCA_Functional Slave2 _ (offline) 


Step 3: Go to manage Jenkins from menu on the left 


admin | log out 


@ New Item ’ 
& People Manage Jenkins 
> 


Build History 


& Slave to master security subsystem is currently off. Please read the documentation and consider turning it on. ] examine | } isms | 
\, Project Relationship 


Configure System 
4. Check File Fingerprint 4 Configure global settin 


ind paths 


Selenium Grid Configure Global Security 


Secure Jenkins ne who is allowed to access/use the system 


Manage Jenkins 


@ 

¢ 

@ Credentials 
“a 


Reload Configuration from Disk 


Discard all the loaded data in memory and reload everything from fil Useful when yo odified config files directly on disk 
My Views Manage Plugins 
Add, remove, disable or enable plugins that can e e functionality of Jenkins 
Build Queue (1) = System Information 
- Displays various environmental inf to assist trouble-shooting 
Functional Test TOSCA2 @ a 
System Log 
System log ca ava.util. logging output related to Jenkins 
Build Executor Status - 
Load Stati 
& master Check ce utilization and see if you need more computers for y 
1 Idle 
2 Idle age Jenkins from your shel ur script 
MCADevtest (offline) 
Script Console 
PT Slave (offline) Executes arbitrary script for administration/trouble-shooting/diag| 
M4, TOSCA Functional Slave2 (offline) Manaqe Nodes 
Add, remove, control and monitor the various nodes that Jenkins runs jobs o 
M,TOSCA_Slave_Jenkins (offline) 
Manage Credentials 
ite/delete/modify the credentia can be used by Jenkins and by jobs running in Jenkins to connect to 3rd pa 


Step 4: Go to manage the node 
YS ees ks) Cee ee ae 


€ C5 vchniladpsci-04.ad.infosys.com 


iT) 


admin | log out 


Jenkins Nodes 
@ Back to Dashboard s Name | Architecture Clock Difference Free Disk Space Free Swap Space Free Temp Space Response Time 
7. Manage Jenkins i CA Devtest NA NA NA na ee ay y 
® New Wadows Several 
MB New Node aster ince Serwar/2tna In syne 1.09 GB 1.73 GB 1.09 GB oms 
Configure 
E a PT Slave NA NA NA NA @ Tmo outtor a 3 
Build Queue (1) 4 FeSCe Functional NA wa = WA © Time out for et i 3 
Functional Test TO 
‘unctional Test_TOS ° eS | TOSCA Slave _Jenkins NA NA NA mg Trees =e 2 
Build Executor Status — Data obtained 28 min 29 min 29 min 29 min 29 min 29 min 
ke esseacnrete 
1 Idle 
2 Idle 


&CADevtest (offline) 
%PT_Slave (offline) 
&, TOSCA_Functional Slave2 _ (offline) 


4% TOSCA_Slave_Jenkins (offline) 
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Step 5: Go to new node on the left menu 


admin | log out 


Jenkins Nodes 


% Back to Dashboard 
z Manage Jenkins 
New Node 


K Configure 


Build Queue (1) 


Functional Test TOSCA2 oe 


Build Executor Status 


& master 


1 Idle 
2 Idle 


%CADevtest (offline) 


MPT_Slave (offline) 


M, TOSCA Functional Slave2 (offline) 


M,TOSCA_Slave_Jenkins (offline) 


GB Help us localize this page 


Node name/ 


Dumb Slave 


Adds a plain, dumb slave to Jenkins. This is called "dumb" because Jenkins doesn't provide higher level of integration with these slaves, such as dynamic provisioning. Select 
this type ifno other slave types apply — for example such as when you are adding a physical computer, virtual machines managed outside Jenkins, etc 


Copy Existing Node 
Copy from 
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Step 6: Select the dumb node and provide the node name and press ok 


Ri 


API Jenkins 


1,628 


@ Jenkin 


Jenkins Nodes 


@ Back to Dashboard 
Z Manage Jenkins 
New Node 


HK Configure 


Build Queue (1) 


Functional Test TC 


Build Executor Status 


& master 


1 Idle 
2 Idle 


CA Devtest (offline) 
MPT_Slave (offline) 
4, TOSCA_Functional Slave2 —_ (offline) 


M,TOSCA_Slave_Jenkins (offline) 


Bb Help us local paq 


Node name) tect siave 


‘= Dumb Slave 


admin | log out 


Adds a plain, dumb slave to Jenkins. This is called “dumb” because Jenkins doesn't provide higher level of integration with these slaves, such as dynamic provisioning. Select 
this type ifno other slave types apply — for example such as when you are adding a physical computer, virtual machines managed outside Jenkins, etc 


Copy Existing Node 
Copy from 
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REST API 


Jenkins ver, 1.628 


Step 7: provide the following details - 


e Description of the nod 


e No of executors (Tip: keep min 2) 
e Root Directory - where the node details and Slave workspace will be saved 
e Label - provide the slave node where the Jenkins build should run 

e Usage - Suggest to keep utilize the node as much as possible or as 


appropriate 


e Launch method - If no special request then to keep as Java web start or it can 
be given as appropriate 
e Availability - Suggest to keep as keep this slave online as much as possible or 
it can be given based on your need 
e Node properties - should provide the directory where the node details are 


saved in case you're utilizing the existing node 


}| C5 vchniladpsci-04.ad.infosys.com:8093/comput 


@ Jenkins 
Jenkins Nodes 

# Back to Dashboard 
z Manage Jenkins 
™@ New Node 


HK Configure 


Build Queue (2) 

CALISA @ 

Functional Test TOSCA2 @ 
Build Executor Status 


& master 
1 Idle 
2 Idle 


™CADevtest (offline) 
@PT_Slave (offline) 
M, TOSCA Functional Slave2 (offline) 


M,TOSCA_Slave_Jenkins (offline) 


Name 

Description 

# of executors 
Remote root directory 
Labels 

Usage 


Launch method 


Availability 


Node Properties 


Test Slave 


2 

Cenkins 

TOSCA_Slave_Jenkins 

Utilize this node as much as possible 


Launch slave agents via Java Web Start 


Keep this slave on-line as much as possible 


Environment variables 


Tool Locations 


Step 8: Save the details 


Step 9: Your configuration is complete on the master Jenkin. 


Step 10: Go to the slave machine and log in. 


Cs © 


QA g 


Advanced... 


admin | log out 
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Step 11: Open the master Jenkins URL in slave machine and login with admin 


credential 


1.628 


Step 12: On the slave machine - Jenkins URL ->Go to manage nodes -> open the 
slave node which has been just created 


Step 13: Click on Launch 


BSB | G http://vchnitadpsci-04:8093/computer/TOSCA Functic 2 ~ G|| G TOSCA Functional Slave2 [J.. | tr *& 


@ Jenkins CT © nin 09 0 


Jenkins Nodes TOSCA_Functional Slave2 ENABLE AUTO REFRESH 
% Back to List = | Mark this node temporarily offiine 
Q\ status i Slave TOSCA_Functional Slave2 (Slave for TOSCA 

© Delete Siave execution) 

¢. Configure 


© Ping response time is too long or timed out. 


_@ Build History Connect slave to Jenkins one of these ways 


a * Launch agent from browser on slave 
Oo Log + Run from slave command line: 
@ Selenium node Management java -jar slave.jar -jnlpUrl http://vchniladpsci-04:8093/computer/TOSCA_Functional$20Slave2/slave-agent.jnlp -secret 
a052408be18c6e04317£9b98a7béae07 3e6205070432d3F83d1e952300£22732 
Build Executor Status = Created by admin 
Labels 
Slave TOSCA 


Projects tied to TOSCA_Functional Slave2 


s w Name Last Success Last Failure Last Duration 
QB _Ennetionai test tosca2 NIA 1 day 17 hr-#3 0.48 sec 9) 
Icon: SML 


Legend RSS forall {J RSS for failures J RSS for just latest builds 


http://vchniladpsci-04:8093/computer/TOSCA _Functional?220Slave2/slave-agent,jnip 


Step 14: you will get a notification as connecting to > connected 


Connecting i 3 (retrying:2) 


Step 15: You can run the build now from the master Jenkins URL from any of the 
machines. 


